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03.1. The blood bank has a process for consenting blood donors to protect both blood donors and transfusion 


recipients. 



04.1. The blood bank staff provides all prospective blood donors with appropriate information and educational 
materials 


04.2. At each encounter, the blood bank staff explains the collection procedure to the donor in terms that the donor 
understands (Arabic, Urdu or English languages) and documents the donor’s consent, which indicates that 
the donor has considered all the educational materials and has had an opportunity to ask questions. 


04.3. Potential donors who are unable to read the literature should be informed of its contents by a suitably trained 
member of staff 

04.4. Leaflets about donation appropriate to the procedure are available at the session and should be studied by 
prospective donors to assist in the process of obtaining fully informed consent. 

04.5. In obtaining donor consent, the consenter must satisfy themselves that the donor has read the leaflet and has 
understood the following information: 
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• The purpose of the donation and the use of the product. 

• A description of the procedure and its likely duration. 

An explanation that there are circumstances in which blood/blood components are released for 
transfusion before the completion of infectious disease testing. 

A description of the common risks and discomfort involved in the procedures. These include: 

• for all donors: 

- dizziness and fainting 

- hematoma formation 

• for donors of components by apheresis: 

- citrate toxicity 

. - red cell loss if the procedure has to be aborted and it is considered unsafe to return the red cells 

- chilling on reinfusion. 

04.6. The blood bank staff informs the donor about the infectious disease tests that will be performed on his or her 
donated blood components and the risks of transmission of infectious diseases. 

04.7. The blood bank staff informs the donor about the notification process for positive test results and subsequent 
deferral from future donation. 

04.8. The blood bank staff informs the donor about the donor confidentiality and the requirement to report test 
results to health authorities with confidentiality. 

04.9. It IS therefore important that blood collection sessions have facilities that offer privacy for donor interviews 
and that donors are assured of the confidentiality of any information they provide. 

04.10. The blood bank staff informs the donor about the limitations of the tests to detect early infections and the 
possibility that a test may not be performed if samples are not adequate. 

' 04.11. The donor should agree not to donate if his or her blood could pose a risk to the blood supply. 

04.12. All prospective donors must be able to give informed consent and provide an accurate health history. 

04.13. The blood bank staff will give the donors the opportunity to ask questions and informs them that they have 
the right to withdraw themselves from the process at any time. 

04.14. The blood bank staff documents donors’ consent: 

04.14.1. To have received explanation of the donation procedure 

04.14.2. To have understood the information presented to him/her 

04.14.3. To be informed about the risks of the procedure 

04.14.4. To be informed about the tests performed and the risks of transmission of infectious diseases 
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04.14.5. To be informed about the donor confidentiality and the requirement to report test results to 
health authorities 


04.14.6. To be informed about that there are circumstances in which blood/blood components are 
released for transfusion before the completion of infectious disease testing. 

04.14.7. To have the opportunity to ask questions and having them answered. 



05.1. All Blood Bank Staff of Al-Qunfudah General Hospital. 



06.1. Donor questionnaire Form 



08.1. The Technical manual of the American Association of Blood Banks, 18*^ edition 


Preparation, Reviewing & Approval Box 
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Kingdom of Saudi Arabia 
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